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SUMMARY 

The performance of a channeled-wall annulair turbojet combustor was 
investigated at operating conditions representative of high-altitude su- 
personic flight. The secondary-zone walls of the experimental combustor 
were formed by U-shaped channels, spaced longitudinally and individually 
supported; the space between the channels formed long rectangular slots 
for the introduction of secondary air. The objectives of this design 
were (l) reduction in pressure losses in the secondary zone and (2) im- 
proved combustor durability characteristics. 

Combustion efficiencies were between 97 and 100 percent for combus- 
tor reference velocities up to 200 feet per second and average combustor- 
outlet gas temperatures of 2000° F. Reasonably uniform outlet radial 
temperature profiles were obtained. The total -pressure loss ranged from 
3.5 to 8.5 percent for increasing velocities from 125 to 200 feet per sec- 
ond at a temperature ratio across the combustor of about 1.85. This rep- 
resents a reduction in pressure loss of one-third as compared with losses 
for an earlier experimental combustor design. Combustor-liner durability 
and carbon deposition were not evaluated in this Investigation. 


INTRODUCTION 

Advancements in compressor and turbine design techniques Indicate 
that higher air flows per unit frontal area and higher turbine tempera- 
tures are possible in future engines. High supersonic flight speeds can 
more easily be realized with the greater power resulting from these higher 
air flows and temperatures. The results of the investigations reported in 
reference 1 indicate that turbojet combustors can be designed to operate 
at simulated supersonic flight conditions with velocities as high as 225 
feet per second and average combustor-outlet gas temperatures of the order 
of 2000° F. Combustion efficiencies above 95 percent and satisfactory 
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outlet radial tenrperatvire profiles were obtained under these conditions. 
Although the pressure losses of the combustors reported in reference 1 
vere considered acceptable, gains in thrust and specific fuel consumption 
can be realized with further reduction in pressiire loss. Further, refer- 
ence 1 indicates that the problem of liner durability for combustor ap- 
plications involving high temperatures and pressures may be one of the 
most difficult problems facing the combustor designer. 

The preliminary investigation reported herein is part of a research 
program at the NACA Lewis laboratory to determine design criteria of com- 
bustors for turbojet engines operating at high altitudes and supersonic 
flight speeds. Additional research has been conducted with one of the 
combustors (combustor B) of reference 1 in an effort to reduce pressiire 
loss and provide improved durability chairacteristics of the combustor. 
Limited performance data obtained with one modification are presented in 
this report. The design, which is similar in principle to a ram- jet con- 
figuration of reference 2, incorporates U-shaped channels, spaced longitu- 
dinally around the secondary mixing zone. The space between the channels 
forms long rectangular slots inclined toward the direction of flow of the 
secondary air. These individually supported channels, free to expand in 
the axial direction, were expected to decrease warping of the liner wall 
and to provide a design capable of withstanding higher pressure loadings 
on the liner walls. 

Performance was evaluated at a single inlet-air temperature of 870° F 
a range of inlet-air pressures from 10 to 30 pounds per square inch abso- 
lute, and a range of combustor velocities from 125 to 200 feet per second. 
Combustion efficiencies, pressure losses, and combustor -outlet temperature 
profiles were determined at these conditions. Combustor-liner durability 
and carbon deposition were not evaluated during this investigation. 


APPARATUS 

Combustor 

The combustor consisted of a one-quarter sector of a single annular 
conbustor designed to fit into a housing with an outside diameter of 25^ 

inches, an inside diameter of lOg- inches, and a combustor length of approx 

imately 23 inches. The maximum combustor cross-sectional area of the 
quarter sector was 105 square Inches (420 sq in. for complete combustor). 

A three-quarter cutaway view of the assembled combustor is shown in 
figure 1,. and a longitudinal cross-sectional view, in figure 2. The com- 
bustor is a modification of combustor B of reference 1. The liner of com- 
bustor B was cut off to a length of 10 inches, and the secondary walls 
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were replaced with 12 chatmel-shaped pieces which were attached hetween 
the downstream edge of the liner and a heat shield located near the 
turbine -inlet section (fig. 2). The bottom channels had additional slots 
cut in them to provide the required secondary-air entry area. The fuel 
was injected^ as in combustor through nine hollow-cone swirl-type noz- 
zles (10. 5-gal/hr flow capacity, 60° spray angle) at the upstream end of 
the combustor liner. MIL-F-5624B, grade JP-4, fuel was used throughout 
the investigation. 


Installation 

A schematic diagram of the combustor installation is shown in figure 
3. Air of desired quantity, pressure, and temperature was drawn from the 
laboratory air-supply system, passed through the combustor, and exhausted 
into the altitude exhaust system. Combustor -inlet temperatures were con- 
trolled primarily by a gasoline-fired heat exchanger, but an additional 
direct-fired preheater in the inlet plenum chamber was required for inlet 
temperatixres exceeding 650° F. 


Instrument at ion 

The instrumentation stations are shown in figure 3. Combustor-inlet 
total temperatures were measured with four bare-wire chromel-aliimel thermo 
couples at station 1. Inlet total pressxires were measured at the same sta 
tion with nine total -pres sure tubes, using three tubes in each of three 
rakes. Combustor-outlet temperatures and pressures were meaaured at sta- 
tion 2 with the polar -coordinate traversing probe mechanism shown sche- 
matically in figure 4. The probe consisted of two elements: a sonic 

aspirating-type platinum, platinum-rhodium thermocouple and a total- 
pressure tube. The probe surveying mechanism moved the probe in a path 
that included five circumferential sweeps at centers of equal areas, as 
shown in figure 5. A strain-gage pickup measured the difference between 
the total pressure sensed by the probe and the static pressure measured 
at selected points on the combustor wall; this difference was considered 
representative of the dynamic pressure. A two-pen X-Y recording poten- 
tiometer recorded a continuous trace of the temperature and dynamic 
pressure. Pen traces were made only during circumferential movement of 
the probe . 

Calibrated rotameters and sharp-edged orifices were used to measure 
fuel- and air-flow rates, respectively. 


PROCEDURE 

The test conditions for which data are presented are listed in the 
first five columns of table I. Condition C is the standard condition 
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corresponding to an engine with a compressor pressure ratio of 7 operat- 
ing at a flight Mach number of 2.5 and an altitude of 70,000 feet. 

Combustion efficiency, outlet temperature profile, and pressure 
losses were evaluated for the experimental combustor. Combustion effi- 
ciency was computed as the percentage ratio of actual to theoretical in- 
crease in enthalpy from the combustor -inlet to the combustor-outlet in- 
strumentation sections by using the method of reference 3. The arithmetic 
mean of the average temperatiire of the five circumferential traces at the 
combustor outlet was used to obtain the value of the combustor -outlet gas 
enthalpy. The pressure loss was computed as the percentage ratio of total- 
pressure loss through the combustor to the inlet total pressure. 


RESULTS 

Combustion-efficiency and pressure-drop data obtained at the five 
operating conditions with the channeled-wall combustor are summarized 
in table I. 


Combustion Efficiency 

Effect of velocity. - The effect of combustor reference velocity on 
combustion efficiency is shown in figure 6 for a constant inlet-air tem- 
perature of 870° F, an. inlet-air pressure of 25 pounds per square inch 
absolute, and an average combustor-outlet temperature of approximately 
2000° F. The combustion efficiency remained essentially constant (at 97 
to 100 percent) over a range of reference velocities from 125 to 200 feet 
per second. Combustor reference velocity, as discussed herein, is based 
on the density of the combustor-inlet air and on the maximum cross- 
sectional area of the combustor housing. 

Effect of pressure. - The effect of combustor -inlet pressure on com- 
bustion efficiency is shown in figure 7 for a constant combustor inlet-air 
temperature of 870° F, an average outlet temperature of 2000° F, and a 
reference velocity of 160 feet per second. The conbustion efficiency de- 
creased from 99 percent at 25 pounds per square inch absolute to 86 percent 
at 10 pounds per square inch absolute. 


Combustor -Outlet Temperature and Pressure Profiles 

Reproductions of temperature and pressure survey traces for a typical 
run, corresponding to condition E, are shown in figure 8. These traces 
illustrate the variations of temperature and pressure along each circum- 
ferential probe path shown in figure 5. From these traces combustor-outlet 
contour patterns of lines of equal temperature and dynamic pressure were 


CONFIDENTIAL 



NACA RM E54L21a 


CONFIDENTIAL 


5 


constructed^ as presented in figure 9. The temperature patterns (fig. 9 
(a)) indicate large circumferential variations but comparatively small 
radial temperature changes at any given circumferential position. The 
large circumferential temperatiire gradients are probably due to the influ- 
ence of the combustor walls and would not be expected in a full-annulus 
combustor that did not contain side walls. The dynamic -pres sure patterns 
(fig. 9(b)) show little variation circxomferentially but decrease radially 
toward the outer wall. The lines of constant dynamic pressure in figure 
9(b) also correspond to constant Mach number, as indicated on the figure. 

The radial outlet gas -temperature profile using average circumfer- 
ential readings for the run illustrated in figures 8 and 9 is shown in 
figure 10. The observation that the radial teraperat-ure gradient in fig- 
ure 9(a) is small is confirmed by this profile of averages, in which the 
maximum temperature deviation over the extreme radial positions of probe 
sweep is only 160° F. As noted previously, the dynamlc-pressiire contours 
disclose a radial decrease in pressiare eind Mach number, and consequently 
mass flow, from root to tip. Preliminary calculations, however, indicate 
that the change in mass flow is not sufficient to require mass weighting 
of temperatures for the calculation of combustion efficiency. 


Combustor Pressure Losses 

The percent of total -pres sure loss is shown as a function of refer- 
ence velocity in figure 11. Outlet total pressure was calculated from the 
over-all average dynamic pressure and the static-pressure indication; in- 
let pressure measurements were taken from the inlet total -pres sure tubes. 
The pressure loss increased from about 3.5 to 8.5 percent over a range of 
velocities from 125 to 200 feet per second at a temperatxxre ratio across 
the combustor of about 1.85. These pressure losses are less than two- 
thirds of those shown for combustor B of reference 1. 


DISCUSSION 

Combustor durability at operating conditions of high outlet tempera- 
tures and high combustion-chamber pressures was one of the prime consider- 
ations in the combustor design discussed herein. It was hoped to achieve 
good durability by using many individually supported small pieces for the 
combustor walls, with each piece free to expand and contract independently. 
The results reported are preliminary; the durability characteristics of 
this modification were not adequately evaluated. Nevertheless, the design 
features do show promise for obtaining good combustor durability. The com- 
bustor was operated for about 6 hours with little sign of deterioration and 
no shift in temperature patterns with time. Furthermore, no carbon depos- 
its were observed; again, however, no attempt was made to evaluate this 
characteristic specifically. 
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The combustion-efficiency data shown substantiate the conclusion of 
reference 1 that high combustion efficiency can be obtained at the high 
combustor reference velocities that are anticipated in future turbojet 
engines operating at high altitudes and supersonic flight speeds. Com- 
bustion stability and efficiency are satisfactory at pressures as low as 
10 pounds per square inch absolute. However, from figure 7 it can be seen 
that efficiency decreased rapidly. at pressures near 10 pounds per square 
inch absolute, 

A true measure of the circumferential temperatvire variations to be 
expected in a full-annulus combustor is not possible with the one-quarter- 
sector test combustor used in this investigation. However, the maximum 
average radial temperature deviation of only 160° F shown in figure 10 can 
be considered an excellent indication that a uniform radial temperature 
profile at high outlet temperatures is possible with the secondary- zone 
design used, in view of the fact that circumferential variations shown 
on the traces in figure 8 would not be expected in a full-annulus design not 
containing side walls. 

It is believed that the sharp reduction in pressure losses observed 
in this experimental combustor is a result of lower entry and mixing 
losses in the secondary zone. The principal difference between this com- 
bustor and combustor B of reference 1 is that the secondary zone is formed 
by diverging channels and long rectangular slot openings sloping into the 
path of the incoming secondary air. As the secondary air enters through 
the spaces between the U-shaped channels and penetrates inward, the hot 
gases spread outward toward the sheltered region underneath each of the 
channels and mix with the cold air. In addition, the secondary mixing 
zone extends from' wall to wall of the combustor housing, because the 
channels diverge to the walls downstream. Thus, the entire available 
flow area is used for mixing, and the average velocity in this mixing 
region is reduced. 


CONCLUDING REMARKS 

The turbojet combustor investigated operated with high efficiency 
and satisfactory radial temperature profiles at simulated supersonic flight 
conditions. The pressure losses of this combustor at high reference veloc- 
ities were less than two-thirds of those of earlier experimental combus- 
tors. While the durability characteristics of this design were not deter- 
mined, features incorporated into the design showed promise of providing 
adequate durability. 


Lewis Flight Propulsion Laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio, December 9, 1954 
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Figure 1. - Three-quarter cutaway view of experimental channeled- wall annular combustor 
assembled in housing. 
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Figure 2. - Longitudinal cross-sectional view of experimental channeled- wall annular combustor. 
(Dimensions are in inches.) 
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Figure 3. - Installation of experimental annular turbojet combustor. 



12 


COHFirENTIAL 


MCA RM E54L21a 



Combustor- 
exhaust flow 


Combined temperature 
and total- pressure probe 


Water-cooled 

sections 


Probe- seal 
and bearing 
block 


I CD- 4026 I 


To data- transmitting 
and probe-actuating 
mechanisms 


Angular and 
radial motions 
of probe 


Slot for angular 
probe travel (sealed 
by slight positive- 
pressure air bleed) 


Figure 4. - Cutaway view of polar- coordinate traversing system used for pressure and 
temperature measurements at station 2 (fig. 3). 
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Circumferential angular position within 90° 
cross section, deg 

(h) Pressure surveys. 

Figure 8-. - Concluded. Experimental-conib ustor exhaust meas- 
urements taJten by polar-coordinate survey system. Refer- 
ence velocity, 200 feet per second; inlet-air pressure, 25 
pounds per square inch absolute; inlet-air temperature, 
840° F; outlet tenoperature, 1980° F. 
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Figure 9 . - Contour patterns at outlet of experimental channeled -wall annular 
combustor. Reference velocity, 200 feet per second; inlet -air pressure, 

25 pounds per square inch absolute; inlet-air temperature, 840° F; average 
outlet temperature, 1980° F . 
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Figure 10. - Radial tonperature profile at outlet of experi- 
mental annular combustor. Reference velocity, 200 feet 
per second; inlet-air pressure, 25 pounds per square inch 
absolute; inlet-air temperature, 840° F; outlet tempera- 
ture, 1980° F. 


CONFIDENTIAL 




20 


CONFIDENTIAL 


NACA EM E54L21a 


o 



q.uaoj:ad ‘’ssoi ajnssajj 


CONFIDENTIAL 


NACA-Langley - 3-15-55 - 350 


Figure 11. - Effect of velocity on pressure loss of experimental annular turbojet combustor. Inlet- 
air pressure^ 25 pounds per square inch absolute; inlet-air temperature, 870^ F; average outlet 
temperature, 2000^ F- 



CONFIDENTIAL 



f 




/ 



CONFIDENTIAL 


